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CONFIDENTIAL 

PAGE 01 BEIRUT 03878 042131 Z 
73 

ACTION SY-07 

INFO OCT-01 NEA-05 ADP-00 FBO-01 /014 W 

108409 

R 041410 Z APR 73 
FM AMEMBASSY BEIRUT 
TO AMEMBASSY AMMAN 
INFO SECSTATE WASHDC 1454 

CONFIDENTIAL BEIRUT 3878 

E. O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ROOF PROTECTION, AMMAN 
REF: AMMAN 1685 

I, RTC PLANS FOR IR BEAM ALARM BASED ON SHEET 22 OF ARCHI 
TECT DRAWINGS DATED 6/71 WHICH SHOWS OUTER PERIMETER OF ROOF AS 
FAT TEE SHAPE. ACCOMMODATION OF ADDITIONAL CORNERS ACCOUNTS 
FOR TOTAL OF SIX MIRRORS FOR TWO PROPOSED IR SYSTEMS VICE TWO 
FOR SIMPLE QUADRILATERAL. SETBACKS POINTED OUT BY REFTEL DO 
PRESENT PROBLEM AS DRAWING SHOWS TWO THREE- BY- SIB METER HOLES 
IN ROOF ABOVE SETBACK. PROPOSE POST GRID OPENINGS WITH HALF- INCH 
DIAMETER REINFORCING ROD GROUTED INTO OPENING PERIMETER AND 
WELDED AT CROSSPOINTS. RSO CONCURS. 

2 . FOR SY/ T: ADVISE AVAILABILITY OF FRONT SURFACE- SILVERED 
MIRRORS AND ADJUSTABLE MOUNTS. TAPESWITCH SYSTEM CONSIDERED 
SLIGHTLY LESS DESIRABLE ALTERNATE TO IR SYSTEM. YOUR OPINION 
OR FURTHER ALTERNATE SUGGESTIONS SOLICITED. 

BUFFUM 
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